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STAFF  1956 


Director  of  Education  : 

F.  E.  Chandler,  O.B.E.,  M.C.,  B.Sc. 

Principal  School  Medical  Officer  : 

A.  J.  B.  Griffin,  M.B.,  Ch.B.,  D.P.H. 

School  Medical  Officers : 

Elizabeth  G.  Henderson,  M.B.,  B.Ch.,  B.A.O.,  D.P.H. 
Moira  K.  E.  Allington,  B.A.,  M.B.,  B.Ch.,  D.C.H. 

Child  Psychiatrist : 

J.  J.  Graham,  M.B.,  Ch.B.,  D.P.M. 
(Consultant,  Birmingham  Regional  Hospital  Board) 

Principal  School  Dental  Officer  : 

Betty  Savage  (nee  Jacques),  B.D.S.,  L.D.S. 
(resigned  on  29th  February,  1956) 

E.  R.  Dowland,  L.D.S. ,  R.C.S.  (Eng.) 
(commenced  duty  on  1st  March,  1956) 

School  Dental  Officer : 

E.  R.  Dowland,  L.D.S.,  R.C.S.  (Eng.) 
(promoted  to  Principal  School  Dental  Officer) 

Betty  Savage  (nee  Jacques),  B.D.S.,  L.D.S. 
(commenced  duty  on  1st  October,  1956) 

Remedial  Gymnast : 

Miss  S.  Morris 

Speech  Therapist : 

Miss  R.  Woodward 
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Superintendent  Health  Visitor  I  School  Nurse: 

Miss  D.  M.  Catlin  (a)  (b)  (c) 

Health  Visitor  I  School  Nurses: 

Mrs.  H.  L.  Bedford  (a)  (b)  (c)  (resigned  on  March  15th,  1956) 
Miss  N.  A.  Hardiman  (a)  (c)  (d)  (e) 

Miss  P.  O.  Viles  (a)  (b)  (c)  (f)  (g) 

Miss  O.  R.  Jones  (a)  (b)  (c)  (f) 

Miss  R.  Sutcliffe  (a)  (b)  (c) 

Miss  M.  A.  Mander  (a)  (c)  (d) 

Miss  B.  A.  Flint  (a)  (c)  (d)  (f) 

School  Nurses  (Temporary  Appointments)  : 

Mrs.  W.  Evans  (a)  (resigned  on  July  8th,  1956) 

Mrs.  M.  B.  Llewellyn  Williams  (a) 

Mrs.  M.  L.  Hayton  (a) 

Senior  Clerk  : 

Mrs.  I.  Fairbairn 

Clerks : 

Miss  J.  E.  Rammell 

Miss  E.  I.  P.  Prosser  (full-time  from  July  1st,  1956) 

Dental  A  ttendants : 

Mrs.  M.  A.  Windham  (nee  Hunt)  (resigned  on  December  1 5th, 
1956). 

Miss  L.  J.  Phipps  (resigned  on  February  29th,  1956). 

Miss  A.  Badham  (commenced  duty  on  October  22nd,  1956). 
Miss  B.  J.  Seers  (commenced  duty  on  December  10th.  1956). 


(a)  State  Registered  by  Examination. 

(b)  Certificate  of  Midwives  Board. 

(c)  New  Health  Visitor’s  Certificate. 

(d)  Certificate  of  Midwives  Board  (Part  I). 

(e)  Ear,  Nose  and  Throat  Certificate. 

(f)  Queen’s  Nurse. 

(g)  Registered  Sick  Children’s  Nurse. 


5 


Annual  Report  for  the  Year  1956 

OF  THE 

Principal  School  Medical  Officer 


To  the  Education  Committee  of  the  City  of  Worcester 

Mr.  Mayor,  Ladies  and  Gentlemen, 

In  presenting  my  report  for  the  year  1956  upon  the  work 
of  the  School  Health  Service  I  recall  that  it  is  21  years  since 
as  Medical  Officer  of  Health  I  took  over  responsibility  for  the 
School  Health  Service  on  the  retirement  of  the  then  School 
Medical  Officer,  the  late  Dr.  Marion  Andrews. 

During  these  21  years  there  has  been  a  progressive  and 
self  evident  improvement  in  the  health  of  the  school  child. 

It  would  be  self-deception  to  attribute  this  improvement 
to  the  functioning  of  the  School  Health  Service  though  that 
organisation  might  rightly  claim  some  contribution  towards 
the  result. 

The  improvement  in  the  main  reflects  the  greatly  improved 
living  standards  of  the  mass  of  the  people  arising  from  the 
changed  distribution  of  wealth  coupled  with  the  spate  of  welfare 
legislation  which  the  two  main  political  parties  vie  with  one 
another  to  produce.  In  this  improvement  Education  itself  can 
claim  its  share  by  the  removal  of  ignorance,  by  alerting  its 
children  to  the  marvellous  potentialities  of  life  in  the  20th 
century,  and  by  providing  in  its  new  schools  an  environment 
calculated  to  foster  the  healthy  body  as  well  as  the  healthy  mind. 

In  view  of  these  factors  it  would  indeed  be  strange  if  the 
school  child  were  not  healthier  and  cleaner  than  his  counterpart 
of  21  years  ago. 

Whether  his  self-discipline  is  so  good  to-day  is  questionable, 
in  fact  attendances  of  school  children  at  Child  Guidance  Clinics 
and  of  young  adults  at  Psychiatric  Clinics  might  suggest 
otherwise.  This  might  not  be  unexpected  in  an  age  in  which 
discipline  tends  to  be  regarded  as  an  outmoded  old  fashioned 
virtue,  in  which  a  neglected  religion  can  exercise  no  inhibitions, 
and  in  which  the  preoccupation  of  so  many  married  women  with 
outside  work  reduces  the  restraining  influences  and  discipline 
of  the  family  unit. 

The  incidence  within  the  City  of  Sonne  Dysentery 
mentioned  in  my  report  for  1955  continued  well  into  the  new 
year.  The  infection,  though  not  clinically  serious,  was 
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responsible  for  a  good  deal  of  absenteeism  owing  to  exclusion 
of  cases  and  contacts  and  threw  considerable  extra  work  upon 
the  Sanitary  Section  of  the  Public  Health  Department. 

In  accordance  with  Ministry  of  Education  instructions  the 
nutritional  state  of  children  examined  at  routine  medical 
inspection  fell  to  be  classified  during  1956  into  “satisfactory”  or 
“unsatisfactory”  groups;  previously  their  classification  had  been 
into  “good”,  “fair”  or  “poor”.  That  less  than  2%  of  children 
were  held  to  be  of  unsatisfactory  nutrition,  possibly  represents 
some  degree  of  optimism  in  the  assessors.  There  exist, 
however,  no  accurate  mathematical  yardsticks  of  nutritional 
measurement  and  certainly  subnutrition  from  actual  food 
deprivation  is  to-day  a  thing  of  the  past. 

The  linkage  between  the  child  welfare  service  and  the 
school  health  service  continues  to  be  strengthened  by  the  use  of 
health  visitors  school  nurses,  and  by  the  participation  in  child 
welfare  work  of  the  School  Medical  Officers.  A  further  step 
towards  continuity  in  the  child's  medical  history  has  been  the 
transfer  of  records  from  the  School  Health  Service  to  the  Local 
Executive  Council  after  the  child  has  left  school. 

i 

This  report  includes  the  separate  report  by  the  Principal 
School  Dental  Officer  required  by  the  Ministry  of  Education, 
comments  by  School  Medical  Officer,  Dr.  Henderson,  regarding 
educationally  sub-normal  children  and  reports  on  their  special 
branches  of  work  by  the  Speech  Therapist  and  the  Remedial 
Gymnast. 

I  record  the  assistance  in  the  compilation  of  this  report 
given  by  School  Medical  Officer,  Dr.  Allington  and  on  statistical 
data  by  the  Senior  School  Health  Service  Clerk;  by  the  Public 
Health  Inspectors  in  regard  to  School  Hygiene  and  by  other 
members  of  the  School  Health  Service  and  Public  Health 
Department. 

Liaison  with  Head  Teachers  has  continued  satisfactorily. 
The  unflagging  interest  of  the  Director  of  Education  in  School 
Health  Service  matters  with  the  support  received  from  the 
Education  Committee  have  eased  the  task  of  operating  the 
School  Health  Service  which  now  only  requires  new  clinic 
premises  to  reach  a  still  higher  standard  in  the  efficiency  of  its 
service. 

I  am,  Mr.  Chairman,  Ladies  and  Gentlemen, 

Your  Obedient  Servant, 

A.  J.  B.  GRIFFIN, 

Principal  School  Medical  Officer. 
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(I)  STAFF 

The  medical  staff  consisting  of  a  Principal  School  Medical 
Officer,  who  is  also  Medical  Officer  of  Health,  and  two  School 
Medical  Officers  has  remained  unchanged.  Both  School 
Medical  Officers  carry  out  other  duties  as  Assistant  Medical 
Officers  of  Health.  The  time  devoted  to  the  School  Health 
Services  equals  the  whole  time  of  1.4  officers. 

Mrs.  Savage  resigned  her  post  as  Principal  School  Dental 
Officer  and  Mr.  Dowland  was  promoted  to  her  position. 
Difficulties  in  filling  his  position  were  encountered  and 
ultimately  Mrs.  Savage  returned  as  a  School  Dental  Officer  in 
a  temporary  appointment.  For  an  appreciable  period  of  the 
year  Mr.  Dowland  was  single  handed  and  the  work  of  the 
School  Dental  Service  was  of  necessity  reduced. 

Eight  Health  Visitor /School  Nurses  and  two  School  Nurses 
employed  entirely  in  that  capacity,  share  the  nursing  duties 
of  the  Service. 

One  Health  Visitor /School  Nurse  resigned  during  the  year 
and  her  place  was  not  filled. 

One  senior  and  two  junior  clerks  are  fully  occupied  with 
the  quite  considerable  clerical  work  associated  with  some  10,000 
school  children. 

Co-operation  of  the  service  with  the  Public  Health 
Department  is  excellent  at  all  levels. 


(II)  SCHOOL  HYGIENE 

Public  Health  Inspectors  are  responsible  for  reporting  on 
the  hygienic  conditions  of  the  schools  in  their  respective  areas. 
Additionally  School  Medical  Officers  take  note  of  hygienic 
shortcomings  when  visiting  schools  for  the  purpose  of  routine 
medical  inspection. 

The  reports  that  follow  upon  the  hygienic  state  of  schools 
have  been  set  out  in  detail  largely  for  the  information  of  school 
governors. 

The  reports  are  not  indentical  in  time,  in  fact  some  were 
made  at  the  beginning  of  1957  and  some  of  the  defects  noted 
may  have  been  corrected  by  the  time  this  report  is  in  print. 

Because  of  the  incidence  of  Sonne  Dysentary  referred  to 
earlier  particular  attention  has  been  given  in  the  course  of 
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hygiene  surveys  to  school  kitchens  and  an  excellent  liaison  exists 
with  the  School  Meals  Supervisor  who  it  not  slow  to  consult 
the  Public  Health  Department  on  matters  of  Food  Hygiene. 

Brickfields  Primary  School. 

Number  on  Register:  Infants :  48  boys;  51  girls. 

Juniors:  96  boys;  101  girls. 

Sanitary  Accommodation  : 

Infants  :  Boys — 2  W.C’s  and  urinal.  No.  of  boys  per  W.C. 

24. 

Girls — 2  W.C’s.  No.  of  girls  per  W.C.  25. 

Juniors  :  Boys — 3  W.C’s  and  urinal.  No.  of  boys  per  W.C. 

32. 

Girls — 5  W.C’s.  No.  of  girls  per  W.C.  20. 

Infants :  6  wash  basins  (h.  &  c.).  No.  of  scholars  per 

basin  16. 

Juniors:  12  wash  basins  (h.  &  c.).  No.  of  scholars  per 
basin  16. 

There  are  now  insufficient  classrooms  and  a  class  of  12 
mixed  juniors  are  in  a  corridor,  a  class  of  30  mixed  juniors  are 
in  a  hall  and  a  class  of  24  mixed  infants  are  in  medical 
inspection  room. 

The  sanitary  accommodation  is  already  inadequate  in  this 
school. 

It  is  expected  that  extensions  to  the  school  will  begin 
in  the  near  future. 

The  school  kitchen  is  now  in  operation  and  also  provides 
450  meals  daily  for  Christopher  Whitehead  Girls’  School. 

Kitchen  maintained  in  good  condition. 

The  British  Undenominational  School,  St.  Martin’s  Gate. 
Number  of  Pupils:  80  boys;  95  girls. 

General : 

Heating,  lighting  and  ventilation  of  the  classrooms  was 
satisfactory.  Floors  of  upstairs  and  downstairs  rooms  require 
attention. 

Sanitary  Accommodation  : 

These  are  adequate.  Remarks  of  previous  years,  regarding 
trough  closets  and  urinal  still  apply.  The  sanitary 
accommodation  for  the  staff  is  not  separate  from  that  for  the 
pupils. 
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Cloakroom  and  washing  facilities : 

The  number  of  wash  basins  is  still  insufficient — there  being 
four  basins,  instead  of  the  statutory  fourteen.  None  of  them 
have  hot  water. 

School  Meals : 

The  Ascot  heater  over  the  washing  up  sink  is  not  in  working 
order.  There  are  no  facilities  for  the  washing  of  hands  as 
required  under  the  Food  Hygiene  Regulations. 


Cherry  Orchard  School — Infants  and  Juniors  (Mixed). 
Number  of  Scholars:  252. 

Sanitary  Accommodation : 

Girls :  8  W.C’s  (2  less  than  Regulations  require). 

Boys :  4  W.C’s  (numbers  conform).  2  urinals. 

Wash  basins:  9  (11  less  than  Regulations  require).  Cold 
water  only. 

Heating,  lighting  and  Ventilation : 

Satisfactory. 

Cloakrooms : 

Insufficient  space  and  hooks. 

Playground : 

There  is  a  tree  in  the  playground  growing  immediately 
alongside  a  main  drain.  There  is  a  danger  that  it  might 
fracture  or  penetrate  the  drain  in  the  future. 

Kitchen : 

Washing  up  only.  Renewed  and  greatly  improved  since 
last  year. 

Remarks : 

W.C‘s  and  wash  basins  still  insufficient,  and  no  signs  of 
hot  water  being  laid  on  to  wash  basins. 


Christopher  Whitehead  Secondary  Modern  School  (Boys’). 

Number  of  Pupils:  526  a  decrease  of  4. 

The  general  conditions  are  satisfactory. 

Heating,  lighting  and  sanitary  accommodation  adequate. 
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Christopher  Whitehead  Secondary  Modern  School  (Girls’). 

Number  of  Pupils:  623  an  increase  of  13. 

W.C.  accommodation  30  a  deficiency  of  2. 

Wash  basins  29  a  deficiency  of  4. 

The  water  supply  to  the  basins  for  use  of  the  senior  girls 
does  not  get  hot  and  would  require  attention. 

The  general  conditions  are  satisfactory. 

Heating  and  lighting  adequate. 

St.  Clement’s  School  Infants. 

Number  of  Pupils:  98  an  increase  of  1. 

W.C.  accommodation  and  washbasins  adequate. 

Heating  and  lighting  satisfactory. 

St.  Clement’s  School  Junior  Mixed. 

Number  of  Pupils:  Girls  68;  Boys  75.  Total  143  an 
increase  of  3. 

W.C.  accommodation  adequate. 

Wash  basins  6  a  deficiency  of  3. 

General  condition  satisfactory. 

Heating  and  lighting  adequate. 

Comer  Gardens  School. 

Number  of  Pupils:  Senior  mixed  77. 

Junior  mixed  98. 

Infants  26. 

Total  201  a  decrease  of  16. 

Sanitary  accommodation  adequate. 

General  conditions  satisfactory. 

Dines  Green  School. 

Number  of  Pupils :  Boys  105. 

Girls  137. 

Total  242  an  increase  of  50. 

The  wash  basins  and  sanitary  accommodation  for  each 
sex  is  adequate. 

Heating  and  lighting  satisfactory. 
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Gorse  Hill  Infants’  Department. 

Number  on  Register  292. 

Sanitary  Accommodation : 

No.  of  W.C’s  12  and  urinal.  No.  of  scholars  per  W.C.  24. 
No.  of  wash  basins  h.  &  c.  16.  No.  of  scholars  per  basin  18. 
Heating  by  electric  radiators. 

Conditions  generally  very  good  and  standard  maintained. 

The  sides  of  two  corridors  are  open  and  cause  loss  of  heat 
from  rooms  on  one  side  and  afford  no  protection  to  sanitary 
offices  on  other  side. 

Gorse  Hill  Junior  Mixed. 

No.  on  Register:  145  boys;  159  girls;  Total  304. 

Sanitary  Accommodation  : 

No.  of  W.C’s.  Boys :  7  and  2  urinals.  No.  of  boys  per  W.C. 

20. 

No.  of  W.C’s.  Girls:  15.  No.  of  girls  per  W.C.  10. 

No.  of  wash  basins  25.  No.  of  scholars  per  basin  12.  Hot 
and  cold  water  over. 

Heating  by  electric  radiators — adequate. 

Conditions  generally  very  good  and  standard  maintained. 

The  corridor  outside  the  sanitary  offices  is  open  and 
amenities  would  be  improved  by  a  protection  from  the  weather, 
particularly  frost. 

Henwick  Grove  School. 

Number  of  Pupils:  Boys  170.  Girls  161.  Total  331  an 
increase  of  11. 

General  conditions  satisfactory. 

Sanitary  accommodation  adequate. 

Headmaster  suggests  the  provision  of  drinking  fountains. 

Nunnery  Wood  Primary  School. 

Infants  and  Juniors  (Mixed). 

Number  on  Register:  256. 

Heating,  Lighting  and  Ventilation  : 

Good. 
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Servery  : 

Washing-up  and  storage  facilities  only.  Meals  from  Stanley 
Road  School.  Kept  well  but  there  has  been  considerable 
condensation  trouble,  as  a  result  of  which  redecoration  is 
needed.  An  extraction  fan  was  fitted  a  week  ago  and  may 
prove  to  be  an  effective  remedy. 


Sanitary  Accommodation  : 

Girls :  10  W.C’s  (small  size). 
10  Wash  basins. 


Numbers  conform. 


Boys :  4  W.C's  (small  size). 
2  Urinals. 

10  Wash  basins. 


•  Numbers  conform. 


Cloakroom  : 

Satisfactory.  Separate  drying  room — 27  pegs. 


Nunnery  Wood  Secondary  Modern  (Mixed). 

Number  of  Pupils:  684.  (Maximum  800). 

Sanitary  Accommodation  : 

Arranged  in  three  blocks  for  each  sex. 

Boys :  8  W.C’s.  (numbers  conform  for  maximum). 

14  Urinal  stalls,  (numbers  conform  for  maximum). 
22  Wash  basins. 

Girls :  22  W.C’s.  (numbers  conform  for  maximum). 

22  Wash  basins. 

3  Incinerators.  (1  to  each  block). 

Heating ,  Lighting  and  Ventilation  : 

Very  good. 

Cloakrooms : 

Very  good — separate  drying  room  (60  pegs). 

Kitchen  : 

Kept  very  well  and  facilities  excellent.  Manageress  under¬ 
stands  that  mechanical  ventilation  is  to  be  installed  soon  to 
combat  the  condensation  mentioned  in  last  year’s  report. 
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Pitmaston  House. 

Number  of  Pupils  (mixed  infants):  Boys  61.  Girls  42.  Total 
103  a  decrease  of  4. 

Wash  basin  and  sanitary  accommodation  adequate. 

No  improvement  made  to  the  supply  of  water  to  drinking 
fountain  in  cloak  room,  also  water  supply  to  basins  in  cloak 
room  does  not  get  hot.  Nothing  has  been  done  to  improve  the 
general  condition  of  the  staff  kitchen. 

Pitmaston  School. 

Number  of  Pupils  (Junior  mixed):  Boys  81.  Girls  71.  Total 
152  an  increase  of  16. 

Wash  basin  and  sanitary  accommodation  adequate. 
Heating,  lighting  and  general  conditions  satisfactory. 

Red  Hill  School — Infants  and  Juniors  (Mixed). 

Number  of  Scholars:  219  including  71  boys. 

Sanitary  Accommodation  : 

Boys :  2  W.C’s. 

1  x  8ft.  urinal. 

Girls :  7  W.C’s  (small). 

2  W.C’s  (standard). 

Shared  wash  basins — 5  (3  in  new  cloakroom,  1  each  in  old). 

Heating,  Lighting  and  Ventilation  : 

Satisfactory. 

Cloakrooms : 

No  drying  facilities. 

Remarks : 

As  reported  last  year  there  are  insufficient  wash  basins 
at  this  school,  the  legal  requirements  being  8  for  each  sex. 
There  are  no  signs  of  the  new  block  understood  by  the 
Headmistress  to  be  in  hand. 

St.  Barnabas,  Rainbow  Hill,  Infants  Department. 

Number  on  Register:  68  boys;  68  girls;  total  136. 

Sanitary  Accommodation  : 

Boys :  3  W.C’s  and  urinal.  Number  of  boys  per  W.C.  23. 
Girls :  4  W.C’s.  Number  of  girls  per  W.C.  17. 
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5  wash  basins  (cold  water  only).  Number  of  scholars  per 
basin  27.  Also  sink  with  gas  geyser  over. 

Natural  lighting  satisfactory. 

Gas  lighting  still  in  use. 

Electric  heating  satisfactory. 

St.  Barnabas,  Rainbow  Hill,  Junior  Departmlnt. 

Number  on  Register:  130  boys;  119  girls;  total  249. 

Sanitary  Accommodation  : 

Boys :  5  W.C’s  and  urinal.  Number  of  boys  per  W.C.  26. 

Girls:  8  W.C’s.  Number  of  girls  per  W.C.  15. 

14  wash  basins  (10  with  hot  and  cold).  Number  of  scholars 
per  basin  18. 

Lighting  and  ventilation  satisfactory. 

Large  classroom  now  partitioned  by  glass  screen. 

St.  George’s  (Claines)  Infant  School. 

Number  on  Register :  67  boys;  42  girls;  total  109. 

Sanitary  Accommodation  : 

Boys :  1  W.C.  and  urinal.  Number  of  boys  per  W.C.  67. 

Girls :  6  W.C's.  Number  of  girls  per  W.C.  7. 

4  wash  basins  (cold  water  only).  Number  of  scholars  per 
basin  27. 

Heating  satisfactory. 

Lighting  satisfactory. 

3  classroom  floors  planed  during  year. 

Conveniences  open  and  unusable  during  severe  frost. 

St.  George’s  (Claines)  Junior  Mixed. 

Number  on  Register:  77  boys;  75  girls;  total  152. 

Sanitary  Accommodation  : 

Boys :  3  W.C’s  and  urinal.  Number  of  boys  per  W.C.  23. 

Girls :  6  W.C’s.  Number  of  girls  per  W.C.  13. 

8  wash  basins  (cold  water  only).  Number  of  scholars  per 
basin  19. 

Heating  and  lighting  satisfactory. 

Staff  room  used  as  school  meals  kitchen  and  not  available 
to  staff. 
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St.  George’s  R.C  Infants’  School. 

Number  of  Pupils :  65  boys;  56  girls. 

General : 

Heating,  lighting  and  ventilation  were  satisfactory. 
Washing  Facilities : 

There  are  five  wash  basins,  three  of  which  have  a  supply 
of  hot  water.  This  is  a  deficiency  of  6  wash  basins. 

Sanitary  Accommodation : 

4  W.C’s  and  a  urinal.  Staff  sanitary  accommodation  is 
in  the  pupils’  block. 

School  Meals : 

Share  with  Junior  School. 


St.  George’s  R.C.  Junior  School. 

Number  of  Pupils:  173  boys;  158  girls. 

General : 

Heating,  lighting  and  ventilation  were  generally  satisfactory. 
Complaint  was  made  regarding  the  heating  and  lighting  of  one 
of  the  classrooms.  This  room  was  very  cold  as  the  section  of 
the  central  heating  system  is  not  in  order. 

Washing  Facilities : 

There  are  12  wash  basins,  one  for  every  28  pupils.  Number 
of  basins  required  is  25. 

Sanitary  Accommodation : 

Boys  :  6  W.C’s  and  a  urinal.  Number  of  scholars  for  W.C. 
27.  Door  broken  off  one  W.C.  compartment. 

Girls :  7  W.C’s.  Number  of  scholars  per  W.C.  24. 

School  Meals : 

A  hot  water  supply  has  been  installed  over  the  staff  wash 
basins.  The  servery  was  in  a  satisfactory  condition. 


St.  John’s  Infants — Mixed. 

Number  of  Pupils :  144.  Boys  90,  an  increase  of  5.  Girls  54. 

W.C.  accommodation :  Girls  4.  Boys  2  and  urinal  adequate. 

Wash  basins  10  including  the  recent  provision  of  the 
additional  8,  as  requested.  Roller  towels,  hot  and  cold  water 
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to  each,  also  the  provision  in  the  staff  room  of  a  wash  basin 
with  h.  &  c.  water,  the  washbasin  in  small  alcove  off  main  hall 
has  been  dismantled  and  room  used  for  storage. 

Heating  and  lighting  satisfactory. 


St.  John’s  Boys’  School. 

Number  of  Pupils:  185  an  increase  of  5. 

Wash  basins  8  and  2  sinks  a  deficiency  of  2. 

W.C.  accommodation  5  adequate. 

Heating  and  lighting  satisfactory. 

The  floors  of  main  corridor  and  hall  are  showing  signs  of 
wear  with  nails  protruding.  Pool  of  surface  water  near  entrance 
to  urinal. 

The  general  conditions  are  satisfactory. 


St.  John’s  Girls’  School. 

Number  of  Pupils:  168  an  increase  of  5. 

W.C.  accommodation  7  a  deficiency  of  2. 

Wash  basins  4  (no  hot  water  provided)  a  deficiency  of  9. 

An  improvement  has  been  made  by  the  covering  over  the 
approach  to  the  W.C’s.  The  heating  system  has  been  improved 
by  installing  a  new  boiler. 

General  conditions  satisfactory. 


St.  Mary’s  Infants  School,  Northfield  Street. 

Number  on  Register:  Boys  44.  Girls  44.  Total  88. 

Sanitary  Accommodation  : 

Boys :  3  W.C’s  and  urinal.  Number  of  boys  per  W.C.  15. 
Girls:  3  W.C’s.  Number  of  girls  per  W.C.  15. 

3  wash  basins  (cold  water  only).  Number  of  scholars  per 
basin  30. 

No  improvement  has  been  made  to  the  poor  natural  and 
artificial  lighting. 

The  School  Meals  Service  still  use  part  of  the  cloakroom 
as  servery  and  for  dish-washing.  A  most  unsatisfactory 
arrangement. 

The  playground  surface  has  all  been  re-laid  during  the 
past  year. 
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St.  Martin’s  Boys’  School. 

Number  of  Pupils:  113  boys. 

General : 

The  interior  is  in  a  satisfactory  condition.  The  artificial 
lighting  in  the  small  classroom  in  St.  Swithun’s  Hall  is 
insufficient  and  could  be  improved  by  replacing  the  existing 
shades — which  impede  the  light — with  clear  globes  or  wide 
shades.  The  classroom  at  the  St.  Swithun’s  Annexe  is  in  need 
of  redecoration  and  floorboards  are  loose  and  defective. 

Sanitary  Accommodation : 

The  two  urinals  have  been  recently  tarred.  1  W.C.  cistern 
is  in  need  of  adjustment;  there  are  plaster  defects  in  the  W.C. 
apartment  and  they  are  in  need  of  redecoration.  The  water 
closet  at  St.  Swithun’s  Annexe  is  badly  sited,  the  wall  is  cracked 
and  the  apartment  needs  redecoration,  the  cistern  is  in  need 
of  adjustment. 

Cloakroom  and  Playground : 

The  playground  has  been  recently  re-surfaced.  The  number 
of  wash  basins  (6)  is  still  inadequate. 

School  Meals : 

The  floor  covering  of  the  Kitchen  is  worn  through  and  in 
need  of  replacement.  An  extra  row  of  tiles  above  the  sink 
(to  make  three  rows  in  all)  would  be  of  advantage.  There  is 
still  no  wash  basin  in  the  kitchen. 


St.  Paul’s  Schools. 

Infants’  School. 

Number  of  Pupils  :  Boys  52.  Girls  48. 

General : 

The  classrooms  are  well  lit,  heated  and  ventilated. 

Cloakroom  and  Washing  Facilities : 

There  are  only  four  wash  basins  which  have  a  supply  of 
cold  water  over.  The  School  Premises  Amending  Regulations 
require  9.  A  drinking  fountain  is  required. 

School  Meals  Service : 

The  staff  cloakroom  is  used  by  the  canteen  staff.  A  supply 
of  hot  water  is  required  by  the  Food  Hygiene  Regulations.  A 
new  servery  and  wash-up  is  to  be  built  shortly. 
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Junior  Mixed  School. 

Number  of  Pupils:  115. 


General : 

The  classrooms  are  well  lit,  heated  and  ventilated. 


Cloakroom  and  Washing  Facilities : 

Five  wash  basins  with  a  supply  of  cold  water  over  are 
provided.  The  glazing  to  this  is  chipped  and  cracked,  and  the 
number  provided  should  be  increased  by  five. 

School  Meals  Service : 

Shared  with  Infants’  School. 


Senior  Mixed  School. 

Number  of  Pupils :  70  boys.  70  girls. 

General : 

The  prefabricated  buildings  are  no  longer  in  use  by  the 
school.  Heating,  lighting  and  ventilation  were  generally 
satisfactory.  One  classroom  off  the  hall  requires  improved 
ventilation. 

Cloakroom  and  Washing  Facilities : 

Five  wash-hand  basins  with  a  supply  of  cold  water  only 
are  provided  for  the  140  pupils.  These  are  badly  overcrowded. 
Glazing  is  chipped  and  cracked.  A  new  sink  with  a  supply  of 
cold  water  has  been  installed  on  the  first  floor  landing  for 
the  use  of  the  art  class. 

School  Meals  Service : 

An  Ascot  heater  has  been  installed  over  the  staff  wash-hand 
basin.  This  is  used  by  the  canteen  staff. 

Sanitary  Accommodation,  Infants’,  Junior  and  Senior  Schools. 

The  Sanitary  Accommodation  in  the  annexe  is  not  now 
used  by  the  senior  girls.  This  means  that  10  W.C’s  in. the 
Junior  School  are  used  by  infant,  junior  and  senior  girls  (181  in 
all).  The  statutory  requirement  is  15.  The  boys  accommodation 
consists  of  6  W.C’s  and  a  urinal  for  the  infants  and  juniors  and 
6  W.C’s  and  a  urinal  for  the  senior  boys. 
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St.  Peter’s  School — Infants’  and  Juniors  (Mixed). 
Number  of  Scholars:  111. 


Sanitary  Accommodation  : 

Girls :  9  W.C’s  (1  upstairs). 

9  Wash  basins  (1  upstairs). 


j  Numbers  conform. 


Boys :  4  W.C’s  (1  upstairs). 


9  wash  basins  (1  upstairs). 
1  x  8ft.  urinal. 


[>  Numbers  conform. 
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This  sanitary  accommodation  is  a  newly  built  addition, 
but  although  there  are  separate  entrances  to  the  Girls’  and 
Boys’  accommodation  neither  are  properly  screened,  each 
entrance  is  an  opening  only,  having  no  door,  and  whereas  the 
caretaker  has  placed  a  moveable  wooden  screen  inside  each 
entrance,  they  are  frequently  moved  by  the  children,  and 
sometimes  have  to  be  used  elsewhere,  such  as  for  medical 
inspection  screens. 

Heating  and  Lighting : 

Satisfactory. 

Ventilation  : 

Generally  inadequate. 

Kitchen: 

Servery  only  and  dish-washing.  Cooked  meals  from 
Hounds  Lane. 

Cloakroom  : 

New  block — mixed.  Headmaster  understands  that 

alterations  to  provide  for  clothes  drying  are  in  hand. 

St.  Stephen’s  Infants’  School. 

Number  on  Register:  151. 

Sanitary  Accommodation  : 

7  W.C’s  and  urinal.  Number  of  scholars  per  W.C.  21. 
New  cloakroom  now  in  use. 

6  wash  basins  (h.  &  c.).  Number  of  scholars  per  basin  26. 

No  provision  is  made  for  hanging  towels  which  are  placed 
on  window  cills. 

No  means  of  clothes  drying. 

No  drinking  fountains  provided. 

Old  cloakroom  now  converted  to  staff  room. 
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St.  Stephen’s  Junior  Mixed  School. 

Number  on  Register:  Boys  170.  Girls  168.  Total  338. 

Sanitary  Accommodation  : 

Boys :  5  W.C’s  and  urinal.  Number  of  scholars  per  W.C. 
34. 

Girls:  8  W.C’s.  Number  of  scholars  per  W.C.  21. 
Washing  Facilities : 

16  new  wash  basins  with  hot  and  cold  water  are  now  fitted 
in  the  converted  caretaker’s  house. 

No  provision  is  made  for  hanging  towels  which  are  placed 
on  window  cills. 

3  old  wash  basins  with  cold  water  only  retained  in  old 
cloakroom. 

New  cloakroom  and  fittings,  but  no  provision  for  clothes 
drying. 

Number  of  scholars  per  basin  18. 

Staff  room,  stock  room  and  female  cloakroom  with  wash 
basin  and  W.C.  on  first  floor  of  converted  caretaker’s  house. 

Male  Staff  convenience,  2  wash  basins  and  1  W.C.  on 
ground  floor. 

Interior  decoration  of  school  carried  out  last  year  but  paint 
peeling  in  several  places. 

No  provision  made  for  drinking  fountains. 


Samuel  Southall  Secondary  Modern  School. 

Boys’  Department. 

Number  of  Scholars  on  Register:  404. 

8  W.C’s  and  urinal.  Number  of  scholars  per  W.C.  50. 

8  wash  basins.  Number  of  scholars  per  basin  50. 

Standard  for  both  is  1  for  15  scholars. 

Only  one  basin  fitted  with  plug. 

Two  basins  fitted  with  hot  water.  Inadequate  for  150  boys 
to  wash  before  dinner. 

Space  available  in  existing  washroom  for  additional  basins. 
Staff  convenience :  one  pedestal  W.C.  cracked  and  leaking. 
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Girls’  Department. 

Number  of  Scholars  on  Register:  500. 

16  W.C’s.  Number  of  scholars  per  W.C.  32. 

8  wash  basins.  Number  of  scholars  per  basin  64. 

Standard  for  both  is  1  for  15  scholars. 

4  of  W.C’s  are  infant  type  and  too  small  for  this  school. 

Only  2  wash  basins  fitted  for  hot  water,  and  water  heater 
has  been  out  of  action  since  Christmas.  Number  of  basins 
inadequate. 

No  incinerator  is  provided  and  would  appear  to  be  a  most 
desirable  feature  in  this  school  with  500  girls  between  the 
ages  of  11  and  16. 

Surround  of  Science  Block  only  partly  paved  and  drainage 
(storm)  does  not  appear  to  be  adequate. 

Coke  stored  near  domestic  science  block  causing  grit 
nuisance  in  room. 

The  approaches  to  both  schools  are  unpaved  and  in  a 
disgusting  state  in  wet  weather. 

Work  is  in  hand  at  both  schools  to  cover  in  the  open 
corridors  and  should  provide  improved  conditions,  particularly 
regarding  heating  and  protection  of  sanitary  offices  against  frost. 

Stanley  Road  School. 

Infants. 

Number  of  Scholars  :  121. 

Sanitary  Accommodation  : 

7  W.C’s  (medium  size). 

Urinal  1  x  15ft.  (covered). 

11  wash  basins  (1  less  than  Regulations  require). 

Heating : 

Satisfactory  (see  “Heating”  for  Juniors  and  Seniors). 

Lighting : 

Satisfactory. 

Ventilation  : 

Satisfactory. 

Cloakrooms : 

2  large  cloakrooms  with  hot  water  pipes  around,  but 
insufficient  for  clothes  drying. 
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Remarks : 

Sanitary  accommodation  consists  of  one  block,  entered 
off  the  playground,  and  is  shared  by  both  sexes  contrary  to 
Regulations. 

The  Headmistress  has  arranged  for  the  girls  to  have  5 
W.C’s  (1  less  than  Regulations  require)  for  their  use,  and  for 
the  boys  to  have  2  W.C’s  and  the  urinal.  Although  the  children 
are  told  to  use  separate  approaches,  according  to  sex,  there 
is  no  partition  separating  their  respective  accommodation.  The 
provision  of  such  a  partition  would  be  a  considerable 
improvement  and  would  cost  little. 


Juniors  and  Seniors  (Mixed). 

Number  of  Scholars:  572. 

Sanitary  Accommodation  : 

Girls :  7  W.C’s  (9  less  than  Regulations  require). 

Boys :  6  W.C’s  (numbers  conform). 

2  x  18ft.  urinals. 

Washbasins : 

14  (in  3  mixed  cloakrooms)  18  less  than  Regulations 
require. 

Heating : 

Since  last  year’s  visit  the  booster  circulation  pump 
recommended  has  been  installed,  resulting  in  considerable 
improvement. 

Lighting  and  Ventilation  : 

Good. 

Kitchen  : 

All  meals  cooked  on  premises.  Facilities  are  quite  good 
and  everything  is  perfectly  clean. 

Cloakrooms : 

No  proper  clothes  drying  facilities. 

Remarks : 

The  number  of  wash  basins  and  girls’  W.C’s  are  still 
completely  inadequate. 
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The  Victoria  Institute,  Sansome  Walk. 

Number  of  Pupils :  School :  170  boys. 

College :  70  full  time  girls.  Number  of 
part-time  students  varies, 
3,000  on  books. 

General : 

The  school  is  well  heated,  lit  and  ventilated. 

Sanitary  Accommodation  : 

College :  3  W.C’s  and  a  urinal  for  part-time  students  only. 

4  W.C’s  for  part-time  female  students  only. 

7  W.C’s  for  70  full  time  female  students. 

School :  4  W.C’s  and  9  urinal  stalls. 

The  accommodation  for  the  boys  is  inadequate,  as  they 
are  not  allowed  the  use  of  sanitary  offices  of  the  part  time  male 
students. 

The  male  staff  urinal  is  still  unventilated  and  the  college 
male  sanitary  accommodation  floor  needs  to  be  covered  with 
impervious  material. 

Washing  Facilities : 

College :  6  wash  hand  basins  with  hot  and  cold  over  for 
part-time  male  students. 

5  wash  hand  basins  with  hot  and  cold  over  for 
part-time  female  students. 

8  wash  hand  basins  with  hot  and  cold  over  for 
70  full  time  female  students. 

School :  9  wash  hand  basins  with  hot  and  cold  over. 

The  number  of  wash  hand  basins  for  the  school  should  be 
increased  to  fourteen. 

Consideration  needs  to  be  given  to  providing  more  towels. 
For  example,  in  the  cloakroom  serving  70  day-girls  there  was 
only  one  roller  towel  which  is  changed  weekly.  It  is  suggested 
that  either  paper  towels  or  continuous  pull-down  roller  towels 
be  installed  in  all  the  cloakrooms. 

School  Meals : 

A  wash  hand  basin  with  hot  and  cold  water  over  has  been 
installed  in  the  servery. 
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Hounds  Lane  Technical  School  Annexe. 

Number  of  Pupils :  During  day  up  to  40  boys  and  20  girls. 

During  evening  up  to  80  boys  and  10 

girls. 

General : 

Premises  have  been  redecorated  since  last  inspection.  Floors 
on  the  first  floor  are  defective  in  several  places.  The  metal 
surround  to  the  slow  combustion  stove  in  the  Dining  Room 
is  lifted  and  dangerous.  I  understand  that  the  stove  is  rarely 
used.  Ventilation,  heating  and  lighting  appear  adequate. 

Sanitary  Accommodation  : 

Adequate  for  the  numbers  at  this  school.  In  the  boys’ 
conveniences  there  is  defective  wall  plaster  in  one  W.C. 
apartment  and  a  seat  missing  in  another.  All  the  apartments 
are  in  need  of  redecoration.  The  female  sanitary  accommodation 
is  not  designated  and  in  view  of  its  siting,  an  indicating  notice 
in  the  main  hall  would  be  of  advantage. 

Washing  Facilities : 

No  wash-hand  basins  are  provided.  A  sink  is  provided 
in  the  carpentry  room  and  a  sink  with  hot  water  over  in  the 
servery  off  the  dining  room. 


Central  School  Kitchen,  Hounds  Lane. 

Supervisor:  Miss  Farrant;  Staff:  21  Female,  1  Male  plus  Van 
Drivers. 

This  Kitchen  cooks  for  23  schools  not  having  cooking 
facilities  of  their  own.  Some  2,000  main  meals  are  prepared 
daily.  The  Food  Rooms  are  Kitchen,  Vegetable  Preparation 
Room  and  Pantry.  The  sanitary  accommodation  is  sited 
externally. 

Structure : 

The  premises  are  not  ideal  for  the  purpose  of  food 
preparation,  although  some  small  improvements  might  be  effected 
by  tiling  the  walls  above  the  sterilising  points  and  the  metal 
sinks,  but  other  than  this  little  could  be  done  without  a  major 
reconstruction. 

Cleanliness : 

The  main  Kitchen  was  redecorated  about  18  months  ago 
and  is  still  in  a  reasonable  condition.  The  Vegetable  Preparing 
Room  is  in  urgent  need  of  redecoration.  The  high  cross  beams 
are  a  definite  trap  for  dust  and  dirt  contamination.  Situated  as 
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they  are  over  the  cookers,  etc.,  regular  attention  is  needed  to 
prevent  risk  of  contamination.  The  general  standard  of 
cleanliness,  at  the  time  of  inspection,  was  excellent. 

Washing  Equipment : 

6  deep  white  glazed  sinks  for  crockery,  4  metal  sinks  for 
meal  containers,  all  with  hot  and  cold  water  over,  and  various 
sterilising_points.  Killgerm  liquid  cleaner  is  used  for  washing 
up.  3  sinks  and  a  bath  for  vegetable  preparation. 

Personal  Washing  Equipment : 

1  wash-hand  basin  in  Kitchen,  1  in  Vegetable  Preparation 
Room  and  1  wash-basin  in  the  Cloakroom,  all  with  hot  and 
cold  water.  Handtowels,  soap  and  nailbrushes  are  provided. 
There  is  a  need  for  an  extra  washbasin  in  the  Kitchen  but  it  is 
difficult  to  see  where  it  could  be  sited. 

Ventilation  : 

The  building  is  naturally  lofty  with  fair  cross  ventilation. 
The  boiler  along  the  one  wall  and  the  steamers  on  the  end  wall 
undoubtedly  need  some  extra  means  of  extraction.  A  canopy 
over  these  steamers  would  provide  the  answer.  However,  the 
supervisor  feels  that  if  canopies  are  to  be  fitted,  she  would  need 
a  male  assistant  to  keep  them  clean. 

Lighting : 

Some  twenty  electric  lighting  points  are  situated  in  the 
main  kitchen.  These  give  a  fair  artificial  light  but  there  are 
several  shadow  spots,  as  is  inevitable  with  this  type  of  lighting. 
The  provision  of  fluorescent  lighting  would  greatly  improve  the 
working  conditions. 

Refrigeration  : 

2  refrigerators  are  provided  and  appear  to  be  reasonably 
adequate. 

W.C.  Accommodation : 

4  pedestal  water  closets  are  provided  in  an  external  sanitary 
block. 

Clothing  Accommodation : 

Separate  accommodation  away  from  the  food  rooms  is 
provided. 

First  Aid  Facilities: 

An  adequate  first  aid  box  is  provided. 
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Conclusion : 

This  appears  to  be  a  very  well  run  kitchen  with  a  high 
standard  of  general  cleanliness,  reflecting  credit  on  the 
supervisor  and  staff. 

I  would  suggest  that  the  following  items  should  receive 
consideration : 

1.  Redecoration  of  Vegetable  Preparing  Room  is  in 
urgent  need  of  attention. 

2.  The  provision  of  an  extra  wash  basin,  if  room  can  be 
found. 

3.  The  provision  of  a  canopy  over  the  steamers,  bearing 
in  mind  the  supervisor's  desire  to  be  able  to  have  extra 
assistance  to  keep  it  clean. 

4.  The  need  for  regular  cleansing  of  the  cross  beams. 

5.  The  replacement  of  the  existing  twenty  light  points 
with  fluorescent  lighting  appropriately  sited. 

6.  The  provision  of  tiling  on  those  parts  of  the  walls 
most  liable  to  need  constant  cleansing. 


(Ill)  SCHOOL  MEDICAL  INSPECTIONS 

The  pattern  of  routine  medical  inspection  was  set  out  in 
the  1955  report  and  need  not  be  repeated  here. 

Appropriate  statistics  including  details  of  defects  found  at 
routine  medical  inspection  are  tabulated  at  the  end  of  this 
report. 

Periodic  inspections  at  3,459  were  some  1,000  fewer  than  in 
1955  chiefly  due  to  a  reduction  in  the  number  of  children 
inspected  in  the  “intermediate”  groups. 

On  the  other  hand  there  was  an  increase  of  some  900  “other 
inspection  (i.e.  special  inspections  and  re-inspections)”. 


Results  of  Routine  Inspections. 

Table  III  catalogues  the  defects  found  at  routine  medical 
inspection  and  Table  1(D)  classifies  the  nutritional  state  of  the 
pupils  examined,  remarks  on  this  classification  figure  in  the 
introduction  to  the  Report. 

Generally  the  physical  well-being  of  the  school  children 
continues  to  advance  and  serious  effects  of  war  and  post-war 
food  shortages  are  conspicious  by  their  absence. 
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The  Eye  and  Orthopaedic  defects  account  for  the  majority 
of  the  defects  found  at  routine  medical  inspection.  The 
orthopaedic  defects,  though  large  in  number,  were  not  in  the 
main  of  a  serious  or  permanent  nature.  They  consisted 
principally  of  postural  defects  and  flat-feet  generally  remediable 
by  the  remedial  gymnast.  More  serious  orthopaedic  defects  are 
referred  to  the  Orthopaedic  Surgeon  at  the  Worcester  Royal 
Infirmary. 

As  children  learn  through  the  medium  of  their  eyes  and 
their  ears,  these  organs  receive  special  attention  at  routine 
medical  inspection.  A  large  number  of  children  were  referred 
to  the  Ophthalmic  Surgeon  on  account  of  apparently  defective 
vision  but  of  these  a  substantial  number  were  found  not  to 
require  correcting  glasses. 

It  is  a  sign  of  the  times  that  more  children  need  reference 
to  the  Child  Guidance  Clinic;  it  is  no  longer  regarded  as  a 
coincidence  that  the  mothers  of  many  of  these  children  go  out 
to  work. 


Uncleanliness. 

The  results  of  cleanliness  inspections,  though  not  quite  as 
good  as  in  1955,  were  still  very  satisfactory.  Out  of  29,000 
children  examined  only  301  were  found  to  be  in  any  way  infeste^ 
and  of  these  only  36  had  to  be  cleansed  by  the  school  nurses, 
in  default  of  action  by  the  parents,  and  this  in  spite  of  the  fact 
that  there  are  still  in  the  City  over  1,000  unfit  houses  mostly 
without  hot  water  supply. 


(IV)  SCHOOL  CLINIC 

The  School  Clinic  in  Friar  Street,  scheduled  as  an  ancient 
monument,  is  a  standing  reproach  to  our  Education  Authority 
that  has  built  so  many  excellent  new  schools  in  the  past  20 
years.  Despite  the  discouraging  environment  of  this  relic  much 
useful  work  is  done  there  in  the  treatment  of  minor  ailments, 
and  domiciliary  medical  practitioners  in  consequence  are  spared 
some  congestion  in  their  surgeries. 

The  Clinic  is  open  each  morning  for  treatment  and  a  school 
medical  officer  is  in  attendance  two  sessions  weekly.  The 
attendances  average  59  weekly. 

There  was  a  noticeable  increase  in  the  number  of  children 
attending  for  treatment  of  plantar  (foot)  warts.  This  is  a 
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contagious  skin  condition  spread  by  barefoot  dancing  and  the 
communal  use  of  plimsolls;  most  cases  originated  in  secondary 
modern  schools. 


(V)  HANDICAPPED  SCHOOL  CHILDREN 

The  ascertainment  of  the  handicapped  school  child  remains 
one  of  the  most  important  tasks  of  the  School  Health  Service. 

The  close  association  with  the  Maternity  and  Child  Welfare 
Service  usually  ensures  the  ascertainment  of  the  handicapped 
child  long  before  school  entry  age  is  reached.  Not  infrequently 
cases  are  also  brought  to  notice  by  domiciliary  medical 
practitioners. 

The  table  at  the  end  of  this  report  indicates  the  various 
types  of  handicap  and  details  the  ascertainment  of,  and  special 
school  provision  for  the  children  concerned.  Not  all 
“handicapped”  children  require  special  school  provisions  as 
their  special  educational  needs  can  sometimes  be  met  in  other 
ways. 

The  placing  of  the  physically  handicapped  child  requiring 
special  residential  school  provision  becomes  progressively 
easier  with  the  possible  exception  of  the  unfortunate  child 
suffering  from  progressive  muscular  atrophy.  The  suitable 
disposal  of  the  mentally  handicapped  child  continues  to  present 
difficulties  particularly  in  those  cases  in  which  unsatisfactory 
home  environment  calls  for  residential  special  school  provision. 


(a)  Educational  Subnormality. 

Only  too  frequently  the  educationally  sub-normal  school 
child  becomes  a  social  problem  as  an  adult,  hence  it  is  especially 
socially  important  that  what  the  educationally  sub-normal  child 
lacks  in  scholastic  capacity  should  as  far  as  possible  be  made  up 
in  character  development. 

While  views  on  the  best  way  of  dealing  with  the 
educationally  sub-normal  child  differ — and  special  cases  call  for 
special  solutions — I  still  consider  there  is  much  merit  in  the 
local  special  day  school  with  easily  available  transfer  to  and 
from  the  normal  schools. 

Reporting  on  the  School  Health  Service  investigations 
carried  out  during  the  year  into  the  cases  of  school  children 
alleged  to  be  educationally  sub-normal  School  Medical  Officer, 
Dr.  Henderson  writes:  — 
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“There  were  42  children  examined  by  special  test  (Terman 
Merrill)  during  1956. 


Results  of  the  tests  showed : 
5  with  I.Q.  42 — 59 
7  with  I.Q.  60—69 
9  with  I.Q.  70—79 
14  with  I.Q.  80—89 
4  with  I.Q.  90—99 
2  with  I.Q.  100—109 
1  with  I.Q.  110 


Additionally  5  children  known  to  be  educationally  sub¬ 
normal  were  examined  prior  to  leaving  school  and  3  of  these 
were  recommended  for  reference  to  the  Local  Health  Authority 
as  in  need  of  supervision  after  leaving  school. 

Recommendations  for  admission  to  special  schools  have 
been  made  on  account  of  unsuitable  home  environment  arising 
from  divorce  or  separation  of  parents;  recurring  parental 
discord;  nervous  instabliity  of  one  or  other  parent;  delinquency 
of  other  children  of  the  family,  prolonged  illness  of  one  or  other 
parent. 


Speech  Defects. 

The  speech  therapy  clinic  continued  to  function  under  the 
control  of  Miss  Woodward  until  the  end  1956  when  she  took 
up  a  similar  appointment  at  Brighton  after  4  years  at  Worcester. 

On  the  work  of  her  clinic  she  has  reported  as  follows : 

“During  the  year  1956  there  was  an  increase  in  the  number 
of  children  who  received  treatment  at  the  Speech  Therapy 
Clinic.  In  1955  142  children  were  treated,  and  in  1956  treatment 
was  given  to  1 62  children.  There  was  also  a  rise  in  the  average 
weekly  attendance  at  the_Clinic  from  69  in  1955  to  84  in  1956. 
At  the  end  of  the  year  105  children  remained  on  the  attendance 
register,  40  children  having  been  discharged  free  of  speech 
defect  during  the  year,  3  children  having  had  their  treatment 
temporarily  suspended,  and  1 1  children  having  ceased  attending 
the  Clinic  (for  such  reasons  as  moving  from  Worcester  or  leaving 
School). 

These  statistics  show  an  increase  in  the  number  of  children 
treated,  but  a  decrease  in  the  number  discharged.  Statistics 
alone,  however,  cannot  always  give  an  accurate  representation 
of  all  the  facts.  At  the  end  of  the  year  there  were  a  number 
of  children  who  were  ready  to  be  discharged,  but  as  the  Speech 
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Therapist  was  leaving  the  Clinic  in  December  these  childreji 
were  left  on  the  register  for  the  Speech  Therapist  to  be  appointed 
in  1957  to  re-examine  and  determine  whether  further  speech 
therapy  was  then  required. 

It  is  doubtful,  however,  whether  the  number  discharged 
would  have  increased  in  proportion  to  the  increase  in  the  number 
treated.  If  the  number  treated  in  a  week  increases  it  follows 
that  the  actual  time  allocated  to  each  child  must  decrease,  and 
therefore  treatment  will  probably  have  to  be  spread  over  more 
weeks.  This  is  not  an  invariable  rule  as  some  children  require 
longer  than  others.  When  there  are  more  children  requiring} 
treatment  than  are  able  to  receive  it  many  problems  are  raised 
as  to  priorities.  Should  treatment  be  given  to  any,  or 
concentrated  on  few;  should  preference  be  given  to  those  with 
severe  handicap  who  will  require  prolonged  treatment,  or  should 
one  aim  at  helping  those  who  will  receive  benefit  more  rapidly; 
should  one  treat  the  child  with  co-operative  parents  who  will 
assist  at  home  with  the  treatment,  or  is  the  negiected  child  from 
the  poor  home  background  the  one  to  whom  preference  must 
be  given?  There  is  perhaps  no  satisfactory  answer  to  questions 
such  as  these,  for  ideally  all  these  children  should  be  given 
equal  opportunity  to  receive  help,  and  one  would  wish  to 
visualise  the  day  when  waiting-lists  are  no  longer  necessary.” 


Remedial  Classes. 

Minor  Orthopaedic  defects  not  requiring  the  attention  of 
the  Orthopaedic  Surgeon  are  referred  to  the  Remedial  Gymnast, 
Miss  Morris,  who  acts  in  that  capacity,  is  peripatetic  and  by 
virtue  of  holding  her  classes  in  different  schools  has  developed 
a  close  liaison  with  school  heads  and  physical  training 
instructors. 

On  her  year’s  work  she  reports,  with  her  customary 
enthusiasm  as  follows : 


“Progress  is  again  shown  during  the  past  year  and  there  is 
now  a  steady,  regular  service  in  all  the  City  Schools,  with  the 
exception  of  the  2  Grammar  Schools  and  the  Technical  Schools. 

Comparative  numbers  for  the  past  and  previous  years  show 
a  further  reduction  in  the  number  of  children  requiring 
treatment  for  minor  defects. 


1954/55 

Average  number  of  children 
treated  during  the  period  755 

Number  of  children 
discharged  172 


1955/56 

Average  number  of  children 
treated  during  the  period  723 

Number  of  children 
discharged  262 
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An  increase  is  also  shown  in  the  number  of  children 
discharged.  This  I  attribute  to  the  increasing  awareness  on  the 
parts  of  parents  and  teachers,  with  resulting  effect  on  the  attitude 
of  the  children,  of  the  importance  of  good  posture,  strong, 
healthy  feet  and  good  breathing.  I  think  it  is  also  helped  by 
the  fact  that  the  largest  numbers  of  children,  requiring  treatment 
are  in  the  Senior  Schools  but  these  older  children  who  are 
generally  very  co-operative  and  interested  when  the  necessity 
for  this  treatment  is  explained  to  them,  are  more  capable 
themselves  of  carrying  out  their  exercises  at  home  than  the 
younger  children. 

It  is  to  be  regretted  that  more  parents  cannot  spare  time 
to  come  and  watch  their  children  in  the  Infants’  and  Primary 
schools  but  so  many  are  out  at  work.  Teaching  staffs  are 
sympathetic  and  since  concrete  results  have  been  given  to  them 
of  preventive  treatment,  are  becoming  increasingly  co-operative 
in  carrying  out  remedial  work  in  their  own  classes.  In  many 
of  the  Infants’  Schools  teachers  are  allowed  to  come  and  watch 
the  Remedial  Class  and  in  some  schools  I  have  been  able  to 
take  whole  classes  of  infants  and  where  this  has  been  done,  very 
few  defects  are  found  at  the  next  medical  inspection.  There 
will  of  course,  always  be  new  children  entering  schools  who 
will  be  found  to  have  a  minor  defect  but  by  this  co-operative 
treatment  with  the  teaching  staff,  the  defect  will  have  improved 
or  disappeared  by  the  time  the  school  inspection  takes  place. 

It  is  gratifying  also  to  learn  that  only  about  2%  of  children 
treated,  ever  need  to  return  for  further  treatment.  Occasionally 
this  is  necessary  owing  to  illness  which  may  cause  a  relapse, 
or  because  the  children  were  advised  to  continue  their  exercises 
at  home  and  have  not  done  so.  The  intelligent  child  who  has 
keen  parents  will  remain  cured  but  a  few  children  need  extra 
help  as  they  develop.  After  very  little  treatment  however,  these 
children  respond  and  are  discharged  and  the  second  treatment 
is  useful  in  emphasising  that  it  is  now  largely  in  their  own  hands 
to  ‘do  something  about  it’. 

A  Film  Demonstration  and  Lecture  was  given  to  parents 
and  older  girls  at  the  official  opening  of  the  Christopher 
Whitehead  Girls’  School  during  the  year  and  these  films  were 
also  used  to  bring  this  work  of  the  School  Health  Service  to 
the  notice  of  the  Rural  Women’s  Institute  at  Powick.  Many 
children  from  Powick  district  graduate  to  the  Christopher 
Whitehead  Schools  and  it  was  felt  this  interest  may  prevent 
these  children  needing  treatment  when  they  finally  become  the 
concern  of  the  City  Education  and  Health  Departments.  As 
a  result  of  this  lecture,  parents  have  asked  to  be  given  exercises 
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for  themselves  and  this  1  am  gladly  arranging.  The  Girl  Guides 
Association  in  Worcester  has  also  asked  for  a  Film- 
demonstration  in  Worcester  this  year  and  I  welcome  this  linking 
up  of  all  sources  to  awaken  new  interest. 

The  total  number  of  children  for  the  new  term  just 
commencing  is  now  down  to  662,  the  lowest  number  for  any 
one  term  since  the  service  began  regularly  8  years  ago.  The 
ages  of  the  children  have  altered  and  very  few  children  in  the 
upper  Primary  school  now  need  treatment,  having  been 
prevented  or  cured  in  the  Infants’  and  Lower  Junior  Schools. 
This  is  satisfactory  at  a  time  when  their  education  is  perhaps  of 
prime  importance  and  is  pleasing  to  parents  and  teachers  alike. 
Valuable  school  time  is  less  interfered  with  and  teachers  are 
encouraged  to  co-operate  in  the  earlier  years. 

While  therefore,  a  certain  number  of  minor  defects  are 
inevitable,  1  look  forward,  to  a  continued  decrease  in  numbers 
of  children  needing  treatment.” 

(VI)  INFECTIOUS  DISEASES 

The  following  table  records  cases  of  notifiable  infectious 
diseases  occurring  among  school  children. 


Scarlet  Fever .  12 

Whooping  Cough  ...  ...  ...  31 

Diphtheria  ...  ...  ...  ...  — 

Acute  Pneumonia  ...  ...  ...  10 

Food  Poisoning  ...  ...  ...  7 

Measles  .  105 

Dysentery  .  58 

Poliomyelitis — Paralytic  ...  ...  1 

Non-Paralytic  ...  2 

Tuberculosis — Respiratory  .  4 

Non-Respiratory  ...  3 


With  the  exception  of  Sonne  Dysentery  of  which  cases 
continued  until  July,  1956,  notifications  of  all  forms  of  infectious 
Disease  fell  below  the  figures  for  1955. 

Sonne  Dysentery. 

Was  responsible  for  58  notifications  among  school  children 
and  for  much  loss  of  school  attendance  due  to  exclusion  of 
cases  and  contacts.  The  increased  incidence  which  was  national 
was  at  Worcester  socially  troublesome  rather  than  clinically 
important  and  no  deaths  resulted. 
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Diphtheria. 

This  is  the  fifth  consecutive  year  in  which  I  have  been  in 
the  happy  position  of  recording  no  diphtheria  notifications  and 
the  twelfth  year  in  which  no  death  from  the  disease  has  been 
recorded. 

90.4%  of  school  children  are  at  present  immunised  against 
the  disease;  may  this  long  continue. 

Whooping-Cough. 

Most  domiciliary  practitioners  immunising  against 
diphtheria  now  give  a  combined  vaccine  to  protect  aiso  against 
whooping  cough. 

The  Local  Health  Authority  is  not  yet  pursuing  this  policy 
as  an  approved  vaccine  for  whooping  cough  still  awaits  the 
blessing  of  the  Ministry  of  Health.  Complete  protection  from 
Whooping  Cough  vaccine  is  more  fallible  than  that  secured 
by  the  use  01  diptheria  immunisation,  nevertheless  it  is  possible 
that  combined  immunisation  did  reduce  whooping-cough 
during  1956. 

Poliomyelitis. 

Of  3  children  notified  as  suffering  from  poliomyelitis  during 
the  year  only  one  presented  any  signs  of  paralysis.  The  latter 
part  of  the  year  saw  the  beginning  of  the  campaign  by  the 
Ministry  of  Health  to  immunise  the  child  population  against 
poliomyelitis. 

As  the  supply  of  vaccine  has  so  far  seriously  restricted  the 
field  of  its  use  very  few  children  of  school  age  have  hitherto 
enjoyed  its  benefits.  No  responsibility  can  attach  to  the  local 
health  authority  for  any  delay  in  extending  immunisation 
against  poliomyelitis. 

The  Ministry  of  Health  has  been  subject  to  much  criticism 
for  commencing  a  national  publicity  campaign  against 
poliomyelitis  with  inadequate  supplies  of  vaccine  to  meet  a 
stimulated  demand;  but  the  premature  birth  of  the  campaign  is 
justified  if  a  handful  of  lives  are  saved  that  would  have  been  lost 
while  awaiting  production  of  full  scale  supplies  of  vaccine  to 
meet  all  demands. 

Tuberculosis. 

4  cases  of  repiratory  and  3  of  non-respiratory  tuberculosis 
among  children  of  school  age  engaged  the  joint  attention  of 
the  Chest  Physician,  Principal  School  Medical  Officer  and 
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Tuberculosis  Health  Visitor.  Special  investigations  are  some¬ 
times  undertaken  at  schools  in  these  notified  cases  for  purposes 
of  carrier  detection;  such  investigations  combining  tuberculin 
testing.  X-ray,  and  where  indicated  clinical  examination. 

In  none  of  these  cases  notified  in  1956  was  this  procedure 
necessary,  as  family  infection  was  considered  to  be  the  causative 
agent.  Under  the  Milk  in  Schools  Scheme  I  have  for  many 
years  approved  only  Pasteurised  Milk  for  distribution  to 
scholars. 


(VIII)  DEATHS  OF  SCHOOL  CHILDREN 

Particulars  of  deaths  of  children  attending  maintained 
schools  are  given  below. 

Case  No.  1 :  Girl,  aged  5  years. 

Cause  of  death — Toxaemia  due  to  deep  burns 

sustained  when  nightdress 
became  ignited. 

Case  No.  2:  Girl,  aged  6  years. 

Cause  of  death — Chronic  myeloid  leukaemia. 

Case  No.  3:  Boy,  aged  10  years. 

Cause  of  death — Accidental  drowning. 


Case  No.  4:  Boy,  aged  11  years. 

Cause  of  death — Diabetic  Coma.  Otitis  Media. 


The  tragedy  of  Case  No.  1  again  illustrates  the  inadequacy 
of  the  law  in  the  prevention  of  the  burning  of  children.  Although 
school  nurses  and  health  visitors  constantly  emphasize  the 
dangers  of  the  unguarded  fire  no  preventive  action  can  be  taken 
against  parents  for  their  failure  to  protect  their  children  who 
must  be  seriously  injured  or  killed  before  legal  action  for 
neglect  can  be  taken  against  the  parents. 

In  connexion  with  accidents  in  the  home  generally  the 
Midland  Branch  of  the  Society  of  Medical  Officers  of  Health 
have  recommended  that  notifications  of  all  such  accidents  should 
reach  the  local  health  authority  from  general  hospitals,  but  the 
necessary  co-operation  has  so  far  not  been  forthcoming. 
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(VIII)  ARRANGEMENTS  FOR  DENTAL  TREATMENT 

In  the  section  dealing  with  staff  I  have  referred  to  the 
lengthy  period  during  which  the  dental  section  of  the  School 
Healtn  Service  had  to  be  operated  with  only  a  single  dental 
officer. 

This  reflected  upon  the  work  done  for  school  children  and 
particularly  curtailed  the  amount  of  routine  dental  inspection; 
the  Principal  School  Dental  Officer  having  very  properly  decided 
that  his  time  was  better  occupied  dealing  with  existing 
accumulated  curative  work  rather  than  in  discovery  at  routine 
dental  inspections  of  still  more  curative  work  to  add  to  the  list. 
His  separate  report  as  Principal  School  Dental  Officer  is 
reproduced  below. 

“In  1956  only  nine  of  the  twenty-six  Worcester  City  Schools 
were  inspected.  This  was  due  to  the  fact  that  for  seven  months 
there  was  only  one  dental  officer  present.  Average  for  the 
year:  1.4  Dental  Officers. 

With  the  knowledge  of  the  impending  staff  shortage,  several 
schools  were  inspected  at  the  end  of  1955  to  ensure  a  steady 
supply  of  patients  and  to  avoid  undue  absence  from  the  clinic. 

2,056  children  were  inspected  at  school  inspections  and 
1,150  were  offered  treatment.  736  Specials  and  Casuals  were 
also  inspected  and  treated.  Only  emergency  treatment  was 
offered  to  refusal  cases  but  in  acceptance  and  re-inspection 
cases  all  necessary  treatment  was  carried  out. 

The  figures  for  conservation  in  permanent  and  temporary 
teeth  were  naturally  lower,  but  are  proportionally  higher  than 
in  the  previous  year. 

The  number  of  extractions  was  slightly  higher. 

As  in  the  previous  year  the  majority  of  orthodontic  cases 
requiring  specialist  opinion  and  complicated  appliances  were 
referred  to  the  Worcester  Royal  Infirmary.  Only  three  appliances 
were  made  at  the  clinic.  All  cases  which  could  be  treated  by  the 
extraction  of  teeth  were  treated. 

Twenty-four  children  were  fitted  with  dentures.  The 
majority  of  these  dentures  are  small  replacements  of  teeth  lost 
through  accident.  Approximately  33%  are  children  whose 
parents  have  continually  refused  treatment  and  only  accept 
when  they  find  that  they  have  to  pay  for  dentures  under  the 
National  Heafflf  Scheme.  In  these  cases  the  damage  is  so  great 
that  large  partial  dentures  are  necessary  to  restore  function  and 
appearance.  In  one  case  full  upper  and  lower  dentures  were 
fitted.” 


36 


(IX)  MILK  IN  SCHOOLS  A  NO  SCHOOLS  MEALS 

SCHEME. 

During  the  year  1,835,466  bottles  of  milk  each  containing 
one  tmrd  of  a  pint  weie  supplied  to  school  children  and 
1.1147.166  meais  were  consumed  on  school  premises. 

The  social  advantages  of  meals  in  schools  are  in  the  main 
beyond  dispute;  the  economic  need  wnich  was  the  basis  tor  the 
institution  of  the  milk  and  meals  provision  generally  has  long 
ceased  to  exist;  with  the  dietary  now  available  to  the  British 
people  its  value  is  debatable. 


(X)  RECUPERATIVE  CONVALESCENCE 

During  the  year  the  local  education  authority  sent  away 
for  periods  of  recuperative  convalescence  6  school  children 
so  recommended  by  School  Medical  Officers. 

They  were  sent  through  the  agency  of  the  Hospital 
Contributors’  Association  whose  Secretary,  Mrs.  Mills,  spares 
no  efiort  to  secure  that  the  arrangements  for  travel  and  stay 
go  through  without  a  hitch. 

This  organisation  does,  of  course,  directly  arrange  for 
convalescence  of  the  children  of  its  contributors  and  while  it 
continues  to  be  prepared  to  provide  so  much  for  so  small  a 
contribution  there  can  be  no  object  in  discouraging  this  object 
lesson  in  self-help.  The  parent  who  can  afford  a  packet  of 
cigarettes  a  week  can  afford  to  become  a  contributor. 


(XI)  EMPLOYMENT  OF  SCHOOL  CHILDREN 

218  school  children  were  examined  for  fitness  to  undertake 
part-time  employment.  It  is  rare  for  a  child  to  be  rejected  on 
medical  grounds. 

I  he  local  byelaws  give  good  protection  to  the  child  engaged 
in  part-time  employment  and  if  parents  play  their  part  in  regard 
to  mea.s  and  suitable  clothing  no  harm  should  come  of  these 
early  innocuous  adventures  into  business  which  would  have 
received  the  unqualified  blessing  of  Smiles. 

The  customary  reports  on  Form  Y  10  dealing  with  the 
employment  on  leaving  school  of  delicate  children  have  been 
submitted  and  there  is  a  close  telephone  and  personal  liaison  in 
these  cases  between  the  School  Health  Service  and  the  Juvenile 
Employment  Officer. 
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(XII)  ACCIDENTS  IN  SCHOOLS 

All  schools  are  provided  with  First  Aid  Kits  which 
periodically  head  teachers  are  invited  to  replenish  from  stocks 
held  at  the  School  Clinic.  Head  teachers  use  their  discretion 
regarding  the  reference  of  children  to  their  own  domiciliary 
medical  practioners  and  to  the  Casualty  Department  at  the 
Worcester  Royal  Infirmary.  The  Ambulance  Service  is 
immediately  available  in  case  of  need  and  accidents  requiring 
it  are  made  the  subject  of  report  by  fhe  Principal  School  Medical 
Officer  to  the  Director  of  Education. 


(XIII)  MEDICAL  EXAMINATION  OF  PROSPECTIVE 

TEACHERS 

School  Medical  Officers  carried  out  43  medical 
examinations  of  candidates  applying  for  entry  to  Teacher’s 
Training  Colleges  in  various  parts  of  the  country  or  of  teachers 
taking  up  their  first  appointments  in  the  City  of  Worcester  and 
where  necessary  in  the  former  class  X-ray  examinations  of  the 
chest  were  also  made.  Such  X-ray  is  obligatory  in  the  case  of 
the  teachers  taking  up  their  first  appointments. 

The  Mass  Miniature  Radiography  Unit  did  not  visit  the 
City  during  the  year,  but  special  arrangements  were  made  for 
teachers  to  be  X-rayed  and  68  availed  themselves  of  the  offer. 
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SCHOOL  MEDICAL  INSPECTION  STATISTICS. 


TABLE  I 


Medical  Inspection  of  Pupils  Attending  Maintained 
Primary  and  Secondary  Schools. 


A. — Periodic  Medical  Inspections. 

Number  of  Inspections  : 

Entrants 
Intermediates 
Leavers 

Total  3,436 


1,536 

705 


Additional  Periodic  Inspections  . .  . .  23 

Grand  Total  3,450 


B. — Other  Inspections. 

Number  of  Special  Inspections  . .  .  .  . .  1,738 

Number  of  Re-Inspections  . .  . .  . .  . .  564 

Total  2,302 


C. — Pupils  Found  to  Require  Treatment. 


Number  of  Individual  Pupils  found  at  Periodic  Medical  Inspection  to 
Require  Treatment  (excluding  Dental  Diseases  and  Infestation  with 

Vermin). 


AGE  GROUPS  INSPECTED 

For  Defective 
Vision  (ex¬ 
cluding  Squint) 

For  any  of  the 
other  conditions 
recorded  in 
Table  III 

Total 

Individual 

Pupils 

Entrants 

19 

253 

272 

Intermediates 

139 

331 

470 

Leavers 

81 

114 

195 

Total  . . 

239 

698 

937 

Additional  Periodic 

Inspections 

1 

11 

12 

Grand  Total  . . 

240 

709 

949 
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D. — Classification  of  the  Physical  Condition  of  Pupils 
Inspected  in  the  Age  Groups  Recorded  in  Table  Ia. 


AGE  GROUPS  INSPECTED 

Number  of 
Pupils 
Inspected 

Satisfactory 

Unsatisfactory 

No. 

% 

No. 

% 

Entrants 

1,195 

1,183 

98.995 

12 

1.005 

Intermediates 

1,536 

1,501 

97.721 

35 

2.279 

Leavers 

Additional  Periodic 

705 

701 

99.433 

4 

0.567 

Inspections 

23 

12 

52.174 

11 

47.826 

Total 

3,459 

3,397 

98.208 

62 

1.792 

TABLE  II 

Infestation  with  Vermin. 


(i)  Total  number  of  individual  examinations  of  pupils  in  schools 

by  the  school  nurses  or  other  authorised  persons  ...  29,547 

(ii)  Total  number  of  individual  pupils  found  to  be  infested  ...  301 

(iii)  Number  of  individual  pupils  in  respect  of  whom  cleansing 

notices  were  issued  (Section  54  (2)  Education  Act,  1944)  238 

(iv)  Number  of  individual  pupils  in  respect  of  whom  cleansing 

orders  were  issued  (Section  54  (3)  Education  Act,  1944)  36 
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B. — Special  Inspections. 


DEFECT  OR  DISEASE 

SPECIAL  INSPECTIONS 

Requiring  Treatment 

Requiring  Observation 

Skin 

139 

5 

Eyes — a.  Vision 

85 

33 

b.  Squint 

28 

1 

c.  Other 

26 

1 

Ears — a.  Hearing 

28 

38 

b.  Otitis  Media  .  . 

8 

23 

c.  Other 

24 

2 

Nose  and  Throat 

60 

81 

Speech 

21 

10 

Lymphatic  Glands 

19 

51 

Heart 

8 

16 

Lungs 

15 

19 

Developmental — 

a.  Hernia 

3 

— 

b.  Other 

12 

18 

Orthopaedic — 

a.  Posture 

128 

25 

b.  Feet 

107 

19 

c.  Other 

-  153 

30 

Nervous  System — 

a.  Epilepsy 

8 

5 

b.  Other 

16 

16 

Psychological — 

a.  Development 

21 

6 

b.  Stability 

7 

11 

Abdomen 

2 

2 

Other 

16 

20 

TABLE  IV 

Treatment  of  Pupils  attending  Maintained  Primary  and 
Secondary  Schools  (including  Special  Schools). 

Group  1.— EYE  DISEASES,  DEFECTIVE  VISION 

AND  SQUINT. 


Number  of  cases  known  to 
have  been  dealt  with 

by  the  Authority 

Otherwise 

External  and  other,  excluding  errors  of 
refraction  and  squint  .  . 

86 

— 

Errors  of  refraction  (including  squint)  .  . 

656 

— 

Total  .  . 

742 

— 

Number  of  pupils  for  whom  spectacles 
were  — prescribed 

367 

— 
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Group  2.— DISEASES  AND  DEFECTS  OF  EAR,  NOSE 

AND  THROAT. 


Number  of  cases  known  to 
have  been  treated 

by  the  Authority 

Otherwise 

Received  operative  treatment — 

(a)  for  diseases  of  the  ear 

— 

1 

( b )  for  adenoids  and  chronic 
tonsillitis 

— 

177 

(c)  for  other  nose  and  throat 
conditions 

— 

3 

Received  other  forms  of  treatment 

62 

19 

Total  , . 

62 

200 

Total  number  of  pupils  in  schools  who  are 
known  to  have  been  provided  with 
hearing  aids — 

(a)  in  1956  . 

7 

( b )  in  previous  years 

8 

Group  3.— ORTHOP-EDIC  AND  POSTURAL  DEFECTS. 


by  the  Authority 

Otherwise 

Number  of  pupils  known  to 
treated  at  clinics  or 
departments 

have  been 
out-patients 

723 

230 

Group  4.— DISEASES  OF  THE  SKIN, 
(excluding  uncleanliness  for  which  see  Table  II). 


Number  of  cases  treated  or 
under  treatment  during  the 
year  by  the  Authority 

Ringworm —  (i)  Scalp 

— 

(ii)  Body 

5 

Scabies 

1 

Impetigo 

33 

Other  Skin  Diseases 

332 

Total 

371 
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Group  5.— CHILD  GUIDANCE  TREATMENT. 


Number  of  cases  treated  or 
under  treatment  during  the 
year  by  the  Authority 


Number  of  pupils  treated  at  Child 
Guidance  Clinics  under  arrangements 
made  by  the  Authority 
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Group  6.— SPEECH  THERAPY. 


Number  of  pupils  treated  by  Speech 
Therapists  under  arrangements  made 

Number  of  cases  treated  or 
under  treatment  during  the 
year  by  the  Authority 

by  the  Authority 

162 

Group  7.— OTHER  TREATMENT  GIVEN. 


(a)  Number  of  cases  of  miscellaneous 
minor  ailments  treated  by  the 
Authority 

Number  of  cases  treated  or 
under  treatment  during  the 
year  by  the  Authority 

219 

( b )  Pupils  who  received  convalescent 
treatment  under  School  Health 
Service  arrangements 

6 

(c)  Pupils  who  received  B.C.G.  vaccination 

— 

Total  ( a )  —  (c)  .  . 

225 
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TABLE  V 

Dental  Inspection  and  Treatment  Carried  out  by  the 

Authority. 

(1)  Number  of  pupils  inspected  by  the  Authority’s  Dental  Officers  : — 

(a)  At  Periodic  inspections  ...  ...  ...  ...  ...  2.056 

( b )  At  Specials  ...  ...  ...  ...  ...  ...  736 

Total  (1)  ...  2,792 

(2)  Number  found  to  require  treatment  ...  ...  ...  ...  1.867 

(3)  Number  offered  treatment  ...  ...  ...  ...  ...  1,867 

(4)  Number  actually  treated  ...  ...  ...  ...  ...  1,972 

(5)  Number  of  attendances  made  by  pupils  for  treatment 

including  those  recorded  at  heading  11(h)  ...  ...  3,739 

(6)  Half-day  devoted  to  :  Periodic  School  Inspection  ...  ...  11 

Treatment  ...  ...  ...  ...  712 

Total  (6)  ...  723 

(7)  Fillings:  Permanent  Teeth  ...  ...  ...  ...  ...  1,924 

Temporary  Teeth  ...  ...  ...  ...  ...  44 

Total  (7)  ...  1,968 

(8)  Number  of  teeth  filled  :  Permanent  Teeth  ...  ...  ...  1,882 

Temporary  Teeth  ...  ...  ...  44 

Total  (8)  ...  1,926 

(9)  Extractions  :  Permanent  Teeth  ...  ...  ...  ...  591 

Temporary  Teeth  ...  ...  ...  ...  1,586 

Total  (9)  ...  2,177 

(10)  Administration  of  general  anaesthetics  for  extraction  ...  894 


(11)  Orthodontics  : 

(a)  Cases  commenced  during  the  year  ...  ...  ...  18 

( b )  Cases  carried  forward  from  previous  year  ...  ...  — 

(c)  Cases  completed  during  the  year  ...  ...  ...  — 

( d)  Cases  discontinued  during  the  year  ...  ...  ...  — 

(e)  Pupils  treated  with  appliances  ...  ...  ...  ...  3 

if)  Removable  appliances  fitted  ...  ...  ...  ...  3 

(g)  Fixed  appliances  fitted  ...  ...  ...  ...  ...  — 

(/?)  Total  attendances  ...  ...  ...  ...  ...  36 

(12)  Number  of  pupils  supplied  with  artificial  dentures  ...  ...  24 

(13)  Other  operations  :  Permanent  Teeth .  175 

Temporary  Teeth  ...  ...  ...  52 

227 


Total  (13) 
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HANDICAPPED  CHILDREN’S  TABLE. 

Handicapped  Pupils  Requiring  Education  at  Special  Schools 
APPROVED  UNDER  SECTION  9  (5)  OF  THE  EDUCATION  ACT,  1944 
or  Boarding  in  Boarding  Homes. 


(1)  Blind 

(2)  Partially 
Sighted 

(3)  Deaf 

(4)  Partially 

Deal 

(5)  Delicate 

(6)  Physically 
Handi¬ 
capped 

(7)  Education¬ 
ally  sub¬ 
normal 

(8)  Maladjusted 

(9) 

Epi¬ 

leptic 

Total 

(l)-(9) 

(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

(9) 

(10) 

During  the  calendar  year 
ended  31st  December, 
1956 

A.  Handicapped  Pupils 
newly  placed  in 
Special  Schools  or 
Boarding  Homes  .  . 

— 

2 

— 

— 

27 

6 

3 

— 

1 
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B.  Handicapped  Pupils 
newly  assessed  as 
needing  special 
educational  treatment 
at  Special  Schools  or 
in  Boarding  Homes .  . 

2 

1 

27 

8 

8 

2 

1 

49 

46 


(1)  Blind 

(2)  Partially 
Sighted 

(3)  Deaf 
(4;  Partially 

Deaf 

(5)  Delicate 

(6)  Physically 
Handi¬ 
capped 

(7)  Education¬ 
ally  sub¬ 
normal 

(8)  Maladjusted 

(9) 

Epi¬ 

leptic 

Total 

(l)-(9) 

On  or  about 

31st  January,  1957  : — 

(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

(9) 

(10) 

C.  Number  of  Handi¬ 
capped  Pupils  from 
the  area — 

(i)  were  on  the 

registers  of  special 
schools  as 

(a)  Day  Pupils  .  . 

_ 

— 

— 

— 

56 

14 

— 

— 

1 

71 

( b )  Boarding 

Pupils 

2 

9 

6 

7 

— 

2 

21 

— 

— 

47 

(ii)  were  on  the 
registers  of 
independent 
schools  under 
arrangements 
made  by  the 
Authority  . . 

1 

1 

2 

4 

(iii)  were  boarded  in 
Homes  and  not 
already  included 
under  (i)  or  (ii)  . . 

Total  C  . . 

2 

i  9 

7 

7 

56 

17 

23 

— 

1 

122 

47 


(1)  Blind 

(2)  Partially 
Sighted 

(3)  Deaf 

(4)  Partially 
deaf 

(5)  Delicate 

(6)  Physically 
Handi¬ 
capped 

(7)  Education¬ 
ally  sub¬ 
normal 

(8)  Maladjusted 

(9) 

Epi¬ 

leptic 

Total 

(l)-(9) 

On  or  about 

31st  January,  1957  : — 

(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

(9) 

(10) 

E.  Handicapped  Pupils 
from  the  area 
requiring  places  in 
Special  Schools — 

(i)  Total  (a)  Day 

— 

— 

— 

— 

1 

— 

— 

— 

_ 

1 

(b)  Boarding 

1 

4 

— 

2 

— 

3 

46 

2 

58 

Number  of  pupils 
included  in  the  totals 
above — 

(ii)  who  had  not 
reached  the  age 
of  5 

(«)  awaiting  day 
places 

(b)  awaiting 
boarding 
places 

j 

(iii)  who  had  reached 
the  age  of  5  but 
whose  parents 
had  not  consented 
to  their  admission 
to  a  Special 

School  : 

(«)  awaiting  day 
places 

j 

i 

i 

j 

(b)  awaiting 
boarding 
places 

i 

1 

_ 

I 

— 

2 

— 

1 

31 

— 

— 

34 

(G)  Number  of  children  reported  to  the  local  health  authority  during 
the  calendar  year  ended  31st  December,  1956 — 

(a)  under  Section  57  (3)  (excluding  any  returned  under  (b)  )  2 

( b )  under  Section  57  (3)  relying  on  Section  57  (4) . 

(c)  under  Section  57  (5)  of  the  Education  Act,  1944  ... 
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